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16.1.3 List of independent ethics committees 





Site number IEC including address and country, registration number, contact details Chairperson 





276-01 Medical Board Baden-Wirttemberg, Prof. Dr. med. Gerlinde Egerer 
Ethical Commission 
Liebknechtstr. 33 
70565 Stuttgart 
Germany 
Phone: ++49-711-76989-0 
Fax:  +4+49-711-76989-856 
Internet: www.aertzekammer@laek-bw-de/ethic 


276-02 Landesamt fur Gesundheit und Soziales Prof. Dr. med. Martin Hildebrandt 
Geschaftsstelle der Ethikkommission des Landes Berlin 
Turmstr. 21, Haus A 
D-10559 Berlin 
Germany 
Phone: ++49-30-902291 22-0 


Fax: ++49-30-90283383 
Internet: https://www.berlin.de/lageso/gesundheit/ethik-kommission/ 





IEC = Independent ethics committee. 
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